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E.O. 11652: N/A 
TAGS: OVIP, GT 

SUBJECT: ILLNESS OF PRESIDENT LAUGERUD'S WIFE 

REF: GUATEMALA 5352 

1 . ARA/CEN CONTACTED MIKE WILLIAMSON. VICE PRESIDENT OF 
METHODIST HOSPITAL IN HOUSTON ON 24 AUGUST. MR. 
WILLIAMSON SAID MRS. LAUGERUD WAS IN FACT AT THE 
HOSPITAL. BUT THAT HE WOULD HAVE TO CHECK WITH THE CON- 
SULTING PHYSICIAN TO SEE WHETHER ANY INFORMATION WOULD 
BE RELEASED. 

2. WHEN AGAIN CONTACTED BY ARA/CEN ON 25 AUGUST, 

MR. WILLIAMSON SAID THAT AT THE PATIENT'S REQUEST, 

ALL INQUIRIES WERE TO BE DIRECTED TO THE OFFICE OF 
THE PRESIDENCY IN GUATEMALA. CHRISTOPHER 
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